PUB. BY PAUL MONROF COMPANY 


EADS BRIDGE, ST. LOUIS, MO. 

It took ten years and a sum of $10,000,000 
to complete this 6,000 foot bridge. Fi nishe d 
in 1874 under the direction of 
it is still considered one of the fine 
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8:—EADS BRIDGE ACROSS MISSISSIPPI FROM ST. LOUIS. MO., TO EAST ST. LOUIS. ILL. 
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